HOTEL GOLDSBORO 

Wm. A. Meadows Raymond J. Collingsworth 
Managing Director Res. Mgr. 

200 Rooms - 200 Baths Modern - Fireproof 
GOLDSBORO, NORTH CAROLINA 
Conveniently located, the Hotel Goldsboro is 
an excellent stopover for motorists traveling 
the Sea Level Route between New York and 
Florida. 
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